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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 



Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



Jawaharlal Nehru 
"Step Out From the Old to the New" ' 
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4. Manufacture 


— Both the arms shall be forged. 


The top and bottom plates shall be cut by means of 1 




dies and punched to maintain accuracy 


in size. The teeth in the plates shall be cut true, accurate ana | 




even in spacing. 
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SPECIFICATION FOR 

CLIPPERS, HAIR. ANIMAL, HAND OPERATED 



1. Scope — Dimensions and other requirements for hand operated animal hair clippers ordinarily used 
for cutting the hair of horses and mules. 



Conforming to 



2. Materials 




Component 


Material 


Fixed arm and movable 


Mild steel 


arm 




Handles for fixed and 
movable arms 


Wood 

or 

Unbreakable plastics 


Ferrule 


Brass 


Top plate and bottom 
plate 


Carbon steel 


Spring 


Carbon steel 


Washer, clamping 
screw and wing nut 


Mild steel 


Bearing strip and 


Carbon steel 


square pms 




Joint screw 


Mild steel 


Cover 


Tin sheet 




or 
Plastics 



18:620-1965 'General requirements 
wooden tool handles ( second revision ) ' 



for 



Designation T118 of 18:3749-1966 'Speci- 
fication for tool and die steels for cold work ' 

Grade 2 of Section II of 18:4454-1967 
' Specification for steel wires for cold formed 
springs ' 



Designation T50 of Schedule VI of 18:1570- 
1961 'Specification for wrought steels for 
general engineering purposes ' 



3. Shape and Dimensions 

3.1 The hair clippers shall generally conform to Fig. 1 to 3. The detailed design and shape of component 
parts shall be as agreed to between the purchaser and the supplier. 

3.2 The teeth in the top and bottom plates of hair clippers shall be as shown in Fig. 2 and 3 and the 
pitch shall be as given below: 

Pitch of Teetii 



Horse 
Mule 



mm 
25 
3-2 



4. Manufacture — Both the arms shall be forged. The top and bonom plates shall be cut by means of 
dies and punched to maintain accuracy in size. The teeth in the plates shall he cut true, accurate and 
even in spacing. 
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FIXED ARM 



CLAMPING SCREW 
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WASHER 
SPRING 
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ROUND PIN 
BEARING STRIP 
TOP PLATE 

aOTTOM PLATE 




OS. 1 ANIMAL HAIR CLIPPERS. HAND-OPERATED 
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All dimensions in millimetres. 
FIG. 2 TOP PLATE 
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ENLARGED 
SECTION XX 
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ENLARGED 
SECTION XX 

All dimensions in millimetres. 
FIG. 3 BOTTOM PLATE 

5. Hardness — The components shall be uniformly hardened and tempered to hardnesses as shown 
below: 



Top and bottom plates 

Spring, bearing strip, and round 
pin on the movable arm 



700 to 800 HV 
400 to 500 HV 



6. Workmanship and Finish 



6.1 All the components shall be free from cracks, seams, flaws and all the edges shall be smooth except 
the cutting edges. 

6.2 The teeth shall be clean and bright, free from nicks, burrs and feathers. These shall be properly 
sharpiened and ready for immediate' use. 

6.3 The working ends bearing against each other shall be flat, smoothly ground and finely finished. 

6.4 There shall be no play between the arm and the handle. 

6.5 There shall be no undue stiffness, shake, play and chatter between the moving parts. The clippers 
shall operate conveniently and smoothly. 

6.6 The wooden handles shall be finished all over and wax coloured. 

6.7 The fixed arm, movable arm, wing nut, spring, bearing strip, and joint screw shall be plated 
chromium over nickel and the plating shall conform to Service Grade No. 2 of IS : 1068-1968 ' Speci- 
ficatiOR for electroplated coatings of nickel and chromium on iron and steel ( first revision ) '. The 
washerand clamping screw shall be of blue colour. 

7, Marking — The hair clippers shall be legibly and indelibly marked with the manufacturer's name, 
initials or recognized trade-mark and the country of manufacture. 

7.1 tSt Certification Marliing — Details available from the Indian Standards Institution. 

S. Packing — The hair clippers shall be treated with a suitable rust preventive and then wrapped in a 
tissue paper or put in a polyethylene bag and packed in a carton bearing manufacturer's name, initials or 
recognized trade- mark and the country of manufacture. 

9. Sampling — Sampling and acceptance criteria shall be ias agreed to between the purchaser and the 
supplier. 

10. Performance Test — The clippers shall cut the hair evenly without drag or puH. 
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